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M   CROMETER WORK    STOP
* Set with certainty
*  Avoid Scoring
*  Save Time
:\
PATENT No. 544,629
TYPE "A" Ball bearing rotating head
SPEED   UP   PRODUCTION   WITH   A   EUCO
AUTOMAT C   RIECESSIEIRL
Completely self-contained.   No hand-feed.   No external fixtures.
P. Pat. 15318/47.
The fastest
^ntire'/ automatic action ; no separate hand operation necessary on capstans ; no fixtures required when used on automatics. Graduated setting gives fine control for precision work.
Write for ccmp/ete List of EUCO aids to faster production, to :
EUCO TOOLS LTD., 12/13 Poultry, LONDON, E.C.2 (Regd. Offiw)
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